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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 17308 0I0343Z 
ACTION EB-08 

INTO OCT-OI EUR-I2 ISO-00 DODE-00 NSAE-00 ICA-II 
TRSE-00 SOE-02 DOE-15 CIAE-00 COME-00 EA-IO 
ACDA-I2 AID-05 /076 W 

031887 0I035IZ/I4 

P3I2I36ZMAY 78 

EM AMEMBASSY PARIS 

TO SECSTATE WASHDC PRIORITY 2391 

CONEIDENTIAL PARIS 17308 

USOECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, FR, CH 

SUBJECT: ERENCH MAGNETOMETER TO CHINA - IE 1571 
REF: COCOM DOC (78) 408 

1. URGENCY REQUEST: TYPE V-4970 MAGNETOMETER AND SPARE 
PARTS ORDERED BY CHINA INTERNATIONAL MACHINERY IMPORT- 
EXPORT CORPORATION HSI CHIA ER LIKOU EOR CHINA 
NATIONAL OIL AND GAS DEVELOPMENT ON A PETROLEUM PROS- 
PECTING SHIP FOR MEASURING CHANGES IN MAGNETIC FIELD. 

VALUE $23,750. 

2. ERENCH MEMORANDUM INDICATES ITEM IS EMBARGOED 
BECAUSE OE ITS SENSITIVITY OF PLUS/MINUS 0.5 GAMMA. 

3. ACCORDING TO FRENCH DEL U.S. EIRM VARIAN OBTAINED 
U.S. REEXPORT LICENSE (A-296630) EOR THIS EXPORT. 

4. BROCHURES BEING SENT TO WALINSKY AND JAMES. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 PARIS 17308 010343Z 

5. URGENCY PROCEDURE BEING INVOKED SINCE PURCHASER 
HAD ASKED EOR IMMEDIATE DELIVERY. 

6. ACTION REQUESTED: US POSITION BY JUNE 6. 

SALZMAN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


CONFIDENTIAL 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SPARE PARTS, STRATEGIC TRADE CONTROLS, IL 1571 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 31 may 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PARIS17308 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D780228-0721 

Format: TEL 
From: PARIS USOECD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978053/aaaaacbn.tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 1e920799-c288-dd11-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 9 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2605671 
Secure: OPEN 
Status: NATIVE 

Subject: FRENCH MAGNETOMETER TO CHINA - IL 1571 
TAGS: ESTC, FR, CH, COCOM 
To: STATE 
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